


Wycombe Reserves 0, 
Staines Reserves 3 — 


WYCOMBE Reserves 
suffered their first defeat 
since being reformed 
when they went down 3-0 
to a more experienced 
Staines Town Reserves 
side in the Suburban 
League on Saturday. 


The reserves were well 

below strength, with Mike 
Keen taking several players 
with the first team. After the 
early exchanges, Staines 
finally broke the deadlock. 
Reid converted the goai, in a 
move which left three 
Staines players queuing up to 
shoot. 
“ A mistake by the Staines 
defence gave Elvis Jack the 
chance to equalise but he 
was pushed off balance and 
shot high before, in the 36th 
minute, Keen put Staines 
further ahead. 


Wycombe lost Paui Miles 
with a twisted ankle in the 
55th minute and as they 
pushed forward looking for a 
goal to bring them back into 
the ame they left 
themselves open at the back. 
Staines took: full advantage 
of this in the closing minutes 
to make the score 3-0. 


WYCOMBE: C. Way, S. Glover, D. 


Daly, T, Lee, S. Toll, |. Howard, J. Jack, M. | 


Kirkham, P. Miles (sub G. Collier 55 mins) 
K. Stansbridge, R. Moora. Sub G, Stan- 
more. ` 





